ANNUAL  REPORT  of  the.. Medical  Officer  of  Health  for  the  year  1949 


Gentlemen, 


OCTOBER  1950. 


a-p  +>,a  t)  1 t0  submit  a report  on  the  Health  and  Sanitary  Conditions 
of  the  Borough  for  the  year  1949. 


Estimated  Population 


912 


BIRTHS 


DEATHS 


There  were  18  births  during  the  year.  Ton  Males  and  Eight 
females . ^ Two  of  these  wore  illegitimate.  There  were  16 
^ Eirth  Rato  was  19.7  compared  with. 

^ 7 for  England  & Wales.  There  was  one  Still  Birth. 

There  was  one  death  of  Infants  under  one  year. 

There  wore  13  deaths  from  all  causos  during  the  year.  Six 
males  and  Seven  females.  The  death  rate  was  14.2  compared 
witn  11,7  for  England  & Wales, 


CAUSES  CP  DEATH  Five  of  tho  deaths  were  duo  to  Heart  disease  and  four 
to  cerebal  vascular  losious. 


NOTIFIABLE  INFECTIOUS  DISEASE  Scarlet  Fever  13 

Measles  6 

Whooping  Cough  2 


Thore  wore  no  deaths 


TUBERCULOSIS 


There  woro  no  deaths  from  Tuberculosis  during  tho  year 
Ono  case  of  Pulmonary  tuberculosis  was  notified. 


DIPHTHERIA  IMMUNISAT ION  T hi s is  carried  out  chiefly  by  tho  County  Council 

at  tho  School  Clinics. 

WATER 

, . ...  .T!?G  Su™ier  of  1949  provod  to  be  one  of  the  driest  on 

+ official  state  ofdrought  existed  throughout  tho  Country.and 

Nevnr+hoi a Hcalth  appealod  to  all  for  economy  in  the  use  of  water. 
auant^+fr1fSH,ln  f??ts°mery»  tho  Town  Water  was  satisfactory , both  as  to 

use  theyhi-hAsta'vi1pir?  v •Th0/SnAS  & Corfields  Springs  were  of  very  little 
™+{h™  yiel<?  being  7.400  per  24  hours  in  late  November. and 

nothing  whatever  during  late  September. 


, Thls  is  ‘?he  first  time  these  springs  havo  been  known  to 
? ly  dTyn  during  July  & August, the  yield  was  only  360  gallons 
-.77  ilour0*  Consequently, a considerable  amount  of  pumping  was  carried 
out  throughout  the  year,  and  there  were  no  signs  of  shortage.  Samples 
were  taken  from  the  Ncw  Reservoir  ,the  Bottom  Reservoir  and  a Street  Stand- 
pipe, and  submitted  for  Bacteriological  examination.  The  result  of  the 
examinations  showod  that  tho  water  was  Highly  satisfactory.  All  water 
supplied  for  drinking  and  domestic  use  is  chlorinated.  During  tho  year 
three  houses  were  connected  to  tho  water  supply, and  arrangements  havo  boon 
made  for  others  to  bo  connected.  There  are  220  houses  in  the  Inner 
District  and  126  arc  supplied  by  direct  connection,  Tho  44  houses  in  the 
Outer  District  have  their  own  supplies. 


HENDOMEN  Although  a scheme  has  been  prepared  for  extending  the  pipeline 
and  supplying  tjhe  Hamlet  of  Hcndomen,  nothing  was  done  during  the  year. 
However, it  is  hoped  that  it  will  be  possiblo  to  report  progress  in  the 
near  future. 


NEW  HOUSES  Sixteen  of  the  eighteen  houses  being  built  by  tho  Council- 
are  now  occupied, and  the  remaining  two  aro  almost  ready  for  occupation  , 
A scheme  has  been  prepared  ffir  tho  building  of  a further  twelve  houses  as 
an  extension  to  the  first  scheme  on  a site  already  owned  by  tho  Council. 


DRAINAGE  ANT)  SEWERAGE-  No  progress  has  been  made  towards  the  work  of 
installing  a badly  needed  Sewage  Disposal  Plant , although  „a  detailod 
survey  of  existing  sewors,  and  guagings  of  sewage  flows  ,has  been  made. 
The  sewage  from  tho  new  Houses  is  disposed  of  ina  plant  built  for  that 
purpose  only. 


g ; : nrr  T>n<rr> 4J I ON  There  was  only  one  conversion  from  conservancy 
system  water  carriage  carried  out  during  the  year, but  arrangements  have 
beer,  made  for  other  conversions  to  be  carried  out. 


PUBLIC  CLEANSING  - No  Public  Cleansing  or  Disinfections  were  necessary 
during  the  year. 


MILK 


INSPECTION  AND  SUPERVISION  GE  EOOD 


Erom  the  1st  October  1949,  the  duties  of  supervising  methods  of 
milk  production  at  Farms,  and  tho  inspection  of  premises  used  in  connection 
with  Milk  Production,  were  taken  over  by  the  Ministry  of  Agriculture 
and  Fisheries,  and  County  Agricultural  Executive  Committees  act  on 
behalf  of  such  Ministry.  However,  a watch  is  kept  on  such  premises  as  * 
remain  registered  with  the  Local  Authority,  During  the  year, there  were 
no  complaints. 


MEAT  INSPECTIONThe  slaughtering  of  animals  for  hiiitnan  consumption  is 
centralised, and  for  this  area, it  is  carried  out  at  Newtown, under 
Government  arrangements.  Shops  and  Vans  are  kept  under  supervision, and 
during  the  jrear,  conditions  were  again  satisfactory. 


DAKEHOUSES  - The  two  Bakehouses  in  the  area  are  regularly  inspected, 
and  are  kept  in  satisfactory  condition. 


SCHOOLS  The  Town  Water  Supply  is  laid  on  to  the  only  School  in  tho 
area,  and  also  to  the  School  Canteen.  For  many  years  now, it  has  been 
reported  that  although  the  Town  Has  an  adequate  water  supply  no  stops 
are  taken  to  convert  from  tho  existing  conservancy  system  to  water 
carriago , 


DISPOSAL  OF  DOMESTIC  REFUSE  - The  Rubbish  Tip  in  use  at  present  is 
almost  full.  A new  site  has  boon  acquired, about  a mile  away  from  the 
Town, and  is  being  fenced.  Tipping  will  commence  on  this  new  site  on 
the  1st  April  1950 


. I am  Sirs, 

Your  obedient  Servant, 


S.J.  STEWART 


•;  I 


1 


